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Westinghouse Electric Corporation 
Certificate of Performance of Maintenance 


I hereby certify that the Westinghouse Electric Corporation has 
satisfactorily performed the service called for under Contract AF33(600)- 
37728 for the period 1 Feb. 1959 to 28 Feb, 1959 . 


The travel indicated below was performed and authorized and is chargeable 
to the Government: 
Authorized Travel Performed 


Name Period of Travel From = To Mode Cost Comments 
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ORGANIZATION ¢ 
ADDRESS 


sa he For Release 2000/04/18 : CIA-RDP81B00878R001300100034-5 
tf Ke. 


